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E.O. 11652: N/A 

TAGS: TPHY, TBIO, OTRA, IT 

SUBJECT: FDA ON-SITE INSPECTIONS OF MANUFACTURERS OF 

DIAGNOSTIC X-RAY EQUIPMENT 

REF: STATE A-3762, ROME A-310, ROME 7157(ALL 

NOTAL) 

1. FDA INSPECTORS LEGGETT AND SHOWALTER APPRISED OF GOI 
SENSITIVITIES. HOWEVER, SINCE REFAIR OUTLINING SPECIFIC 
ATTITUDES HAS NOT YET ARRIVED, THEY WILL CONTACT CONGEN 
GENOA MONDAY MORNING JUNE 3 PRIOR TO COMMENCING TOUR FOR 
ANY FURTHER GUIDANCE. 

2. ROME: PLEASE PASS GENOA ANY NECESSARY INFO. BROWN 
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